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Comperison of Image quality of A-2 and B Configurations 


i. Xt is the general opinion of the photographic evaluation 
group that on the 1'700 serfes the A-2 configuration has been 
furnishing sore iotelligence information than the B configuration. 
This opinion is based on spparent resolution and suitability for 
paoto interpretation. It is further felt, that to some degree, 
both resolution and P./, yuality is degenerated by the mechanical 
aera that have accompanied the B configuration on practically 
all missions. 
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